Date: 13.11.14 


HOLD SHIPMENT 


Red Tag/Quarantine Stock 


Advise customers 


Stop Production 


Re-Work Stock 


IPP Under Review 


Blue File Under Review 


ECN # Required 


N 
N 
Y 
N 
N 
Y 
Y 
13-675 
N 
N 
Y 
N 
N 
Y 
Y 
13-675 


Distribution: 
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Engineering Clerk 


Design Manager 
Marketing 


M. Bellavance 


Description of issue: 


D3117-3-XXXX 
DISCREPANCY FOUND - REQUIRES TESTING 
D3117 REV. C 


0 STOCK: HOLD PURCHASING OF D3117-1/-3 UNTIL FURTHER NOTICE. 


DRAWING CALLS FOR 50 DURO NEOPRENE, SUPPLIER SAYS THEY HAVE ALWAYS SUPPLIED 60 DURO NEOPRENE. 


D3117 REV. C 


Raised By: 


Product Name: 


TESTING OF SAMPLES AT 50 DURO FAILED MISERABLY; RETEST TO OCCUR WITH PARTS AT 60 DURO. 


Part Number 
Drawing/Document 
Instructions 
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Under Review Notification 


D3117-1-XXXX 
DISCREPANCY FOUND - REQUIRES TESTING 


Seal 


Product #: D3117-1/-3-XXX 
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